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Message Text 


UNCLASSIFIED 

PAGE 01 RANGOO 01848 0305I4Z 

21 

ACTION FBOE-00 

INFO OCT-01 EA-10 ISO-00 A-01 /012W 

037559 

R 03043 8Z JUL 75 
FM AMEMBASSY RANGOON 
TO SECSTATE WASHDC 9873 
INFO AMEMBASSY BANGKOK 

UNCLAS RANGOON 1848 

FOR AREA OFF EA/FBO 

E.O. 11652: N/A 
TAGS: ABLD, BM 

SUBJECT: REQUEST EBO TECHNICAL ASSISTANCE 

EMBASSY IS CONTINUING TO EXPERIENCE MAJOR OPERATING AND MAINT- 
ENANCE PROBLEMS WITH THE CENTRAL AIR CONDITIONING SYSTEM (CARRIER) 
LOCATED WITHIN THE CHANCERY. THIS SYSTEM WAS INSTALLED APPROX- 
IMATELY THIRTEEN YEARS AGO. DUE TO THE LACK OF QUALIFIED PER- 
SONNEL IN BURMA, EMBASSY REQUESTS THE FBO SUPERVISOR LOCATED 
BANGKOK AND, IF POSSIBLE, A TECHNICAL REPRESENTATIVE FROM CARRIER 
BANGKOK INSPECT AND MAKE RECOMMENDATIONS ON THIS SYSTEM. 
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Executive Order: N/A 

Errors: N/A 
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Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1975/newtext/t19750787/aaaadacg.tel 
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